COnPAC! PRO UPS SDD 
(blD-E311) REAR PANEL 


FB# ^^E□5 



1 ) Battery- and Surge -Protected receptacles. 

2) RJ 1 1 Phone/Fax surge protector 

3) DB9 Communications port. 

4) Surge-Protected receptacles. 

5) Non-detachable power cord with NEMA 5-15 plug. 

6) Battery Replacement Door. 




